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Page 132, Results and discussion section, 11th line, should read ‘“‘min of reaction time, 
and samples with a GLY content above 1000 uM should be’’. 

Page 133, Fig. 1: the time axis should be labelled 0, 10, 20 min instead of 0, 5, 10 min. 











